To:  EOC  Public  lnformation[EOC_Public_lnformation@epa.gov] 

From:  Colaizzi,  Jennifer  C. 

Sent:  Tue  8/1 1/2015  6:19:31  PM 

Subject:  Fwd:  Colorado  Spill  Inquiry  (Global  news  Canada) 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  Aarti  Pole  <aarti.pole@globalnews.ca> 

Date:  August  11,  2015  at  1:43:08  PM  EDT 

To:  "colaizzi.jennifer@epa.gov"  <colaizzi.jennifer@epa.gov> 

Subject:  re:  Colorado  Spill  Inquiry  (Global  news  Canada) 


Hi  there  Jennifer, 


I just  needed  some  clarification  on  the  current  situation  with  the  Gold  King  Mine  spill. 


From  what  1 understand  the  river  will  remain  closed  until  Aug  17  (true?) 

The  governor  mentioned  there  was  no  more  polluted  water  flowing  from  the  mine...  that 
there  is  a filter  of  some  sort  in  place...  is  that  true?  What  sort  of  filtering  system  would  work 
in  this  situation.? 


The  last  I read  is  that  the  discharge  flowed  at  a rate  of  500  gallons/minute  - is  that  currently 
the  case? 


Finally  what  penalties  could  the  EPA  face..?  I imagine  there’s  no  responsibility  on  the  part 
of  Gold  King  itself  (as  it’s  defunct) 


Thank  you! 
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Aarti 


Aarti  Pole  | Washington  Correspondent 

Global  TV  News  (Canada)  | Global  National 

400  North  Capitol  Street  Northwest,  Suite  850,  Washington  DC,  20001 


Cell:  +1  (202)  997-4637 
Desk:  +1  (202)  824-6772 

E:  aarti. pole@qlobalnews.ca  | Twitter:  @aartipole 


This  message  is  confidential  and  may  contain  privileged  information.  We  ask  that  you  not  use  or  disclose  this  message  other  than  with  our 
consent.  If  you  are  not  an  intended  recipient,  please  immediately  notify  us  and  delete  this  message.  Thank-you. 
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